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S1117070600 - OR-CIT - OFFICER - CITIZEN CONTACT - OFFICER REQUESTED 
3220 LATROBE DR CHAR 


63 System Comments 


Date/Time 

Terminal 

Operator 


11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT CREATED - Type: OR-CIT - OFFICER - CITIZEN CONTACT - OFFICER REQUESTED, 
Location: 3220 LATROBE DR CHAR, Agency: CMPD, Group: 16, Beat: 1612, Status: P, Priortiy: 3 

11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT UPDATED - 

11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT UPDATED - Total Assigned Units: 1, 

11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT UPDATED - First Unit Dispatched Time: 11/17/18 07:06:34, Status Code: A, 

11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT UPDATED - 

11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT UPDATED - First Unit Arrived Time: 11/17/18 07:06:35, Primary Employee Id: 1310, 
Primary Unit Id: 16-1314-1, 

11/17/18 

07:06:34 

$16-1314-1 

1310 

INITIAL CALL - Call Source: OFFICER, Caller Name:, Caller Phone Number, Caller Address: 

11/17/18 

07:06:34 

$16-1314-1 

1310 

EVENT REMARK - Field Event 

11/17/18 

07:06:34 

$16-1314-1 

1310 

UNIT UPDATED - Unit: 16-1314-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

11/17/18 

07:06:35 

Live 

1310 

EVENT REMARK - ** LOI search completed at 11/17/18 07:06:35 

11/17/18 

07:06:35 

$16-1314-1 

1310 

UNIT UPDATED - Unit: 16-1314-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

11/17/18 

07:08:21 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 2, 

11/17/18 

07:08:21 

cadp203 

3801 

UNIT UPDATED - Unit: 22-1380-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

07:08:27 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 3, 

11/17/18 

07:08:27 

cadp203 

3801 

UNIT UPDATED - Unit: 16-1310-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

11/17/18 

07:08:52 

LEC- 

CADAVL93- 

01 

0 

EVENT UPDATED - First Unit Enrouted Time: 11/17/18 07:08:52, 

11/17/18 

07:08:52 

LEC- 

CADAVL93- 

01 

0 

EVENT REMARK - Status change via I/Tracker Auto Arrive/Enroute 

11/17/18 

07:08:52 

LEC- 

CADAVL93- 

01 

0 

UNIT UPDATED - Unit: 16-1310-1, Status: ER, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

11/17/18 

07:10:21 

cadp201 

0 

UNIT UPDATED - Unit: 22-1380-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

07:10:21 

cadp201 

5281 

EVENT REMARK - System Unit Alarm 

11/17/18 

07:11:07 

LEC- 

CADAVL93- 

01 

0 

EVENT REMARK - Status change via I/Tracker Auto Arrive/Enroute 

11/17/18 

07:11:07 

LEC- 

CADAVL93- 

01 

0 

UNIT UPDATED - Unit: 16-1310-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

11/17/18 

07:28:33 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 4, 

11/17/18 

07:28:33 

cadp203 

3801 

UNIT UPDATED - Unit 16-1381-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
2511 

11/17/18 

07:28:50 

$16-1381-0 

2511 

UNIT UPDATED - Unit: 16-1381-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
2511 

11/17/18 

07:30:14 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 5, 

11/17/18 

07:30:14 

cadp203 

3801 

UNIT UPDATED - Unit: 17-1280-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
3417,4814 


cadp155 

0 

UNIT UPDATED - 
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11/17/18 

07:32:14 



Unit: 17-1280-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 3417,4814 

11/17/18 

07:32:14 

cadp155 

5530 

EVENT REMARK - System Unit Alarm 

11/17/18 

07:35:21 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 6, 

11/17/18 

07:35:21 

cadp203 

3801 

UNIT UPDATED - Unit: 16-1313-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1485 

11/17/18 

07:35:28 

$16-1313-1 

1485 

UNIT UPDATED - Unit: 16-1313-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1485 

11/17/18 

07:35:55 

LEC- 

CADAVL93- 

01 

0 

EVENT REMARK - Status change via l/Tracker Auto Arrive/Enroute 

11/17/18 

07:35:55 

LEC- 

CADAVL93- 

01 

0 

UNIT UPDATED - Unit: 17-1280-0, Status: ER, Location: 3220 LATROBE DR CHAR, Employees: 
3417, 4814 

11/17/18 

07:37:57 

LEC- 

CADAVL93- 

01 

0 

EVENT REMARK - Status change via l/Tracker Auto Arrive/Enroute 

11/17/18 

07:37:57 

LEC- 

CADAVL93- 

01 

0 

UNIT UPDATED - Unit 17-1280-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
3417, 4814 

11/17/18 

07:54:24 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 7, 

11/17/18 

07:54:24 

cadp203 

3801 

UNIT UPDATED - Unit: 06-1141-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1558 

11/17/18 

07:56:24 

cadp202 

0 

EVENT REMARK - System Unit Alarm 

11/17/18 

07:56:24 

cadp202 

0 

UNIT UPDATED - Unit: 06-1141-1, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1558 

11/17/18 

07:56:24 

cadp153 

0 

UNIT UPDATED - Unit: 06-1141-1, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1558 

11/17/18 

07:56:24 

cadp153 

5942 

EVENT REMARK - System Unit Alarm 

11/17/18 

07:57:16 

cadp203 

3801 

EVENT UPDATED - Total Assigned Units: 8, 

11/17/18 

07:57:16 

cadp203 

3801 

UNIT UPDATED - Unit: 17-6039-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1389 

11/17/18 

07:59:16 

cadp201 

0 

UNIT UPDATED - Unit 17-6039-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1389 

11/17/18 

07:59:16 

cadp201 

5281 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:03:17 

$17-6039-0 

1389 

UNIT UPDATED - Unit: 17-6039-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1389 

11/17/18 

08:06:35 

cadp202 

0 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:06:35 

cadp202 

0 

UNIT UPDATED - Unit: 16-1314-1, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

11/17/18 

08:11:07 

cadp201 

0 

UNIT UPDATED - Unit: 16-1310-1, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

11/17/18 

08:11:07 

cadp201 

5281 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:28:50 

cadp154 

0 

UNIT UPDATED - Unit: 16-1381-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
2511 

11/17/18 

08:28:50 

cadpl54 

2503 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:35:28 

cadp205 

0 

UNIT UPDATED - Unit: 16-1313-1, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1485 

11/17/18 

08:35:28 

cadp205 

1886 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:37:57 

cadp206 

0 

EVENT REMARK - System Unit Alarm 

11/17/18 

08:37:57 

cadp206 

0 

UNIT UPDATED - Unit: 17-1280-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
3417,4814 


httnW/raHnmHnv ci rVinrlnttp nr n<5/MetViewer/TnniiirvCommand/F.ventChronoloffv?eventI... 4/18/2019 



I/NetViewer: Event Chronology 


Page 3 of 4 


11/17/18 

08:37:59 

cadp203 

3801 

EVENT REMARK - Alarm Timer Extended: 0 

Alarm Timer Extended: 0 

Alarm Timer Extended: 0 

Alarm Timer Extended: 0 

11/17/18 

08:37:59 

cadp203 

3801 

UNIT UPDATED - Unit: 06-1141-1, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
1558 

11/17/18 

08:37:59 

cadp203 

3801 

UNIT UPDATED - Unit: 16-1310-1, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

11/17/18 

08:37:59 

cadp203 

3801 

UNIT UPDATED - Unit 16-1313-1, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
1485 

11/17/18 

08:37:59 

cadp203 

3801 

UNIT UPDATED - Unit: 16-1314-1, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

11/17/18 

08:38:00 

cadp203 

3801 

EVENT REMARK - Alarm Timer Extended: 0 

Alarm Timer Extended: 0 

Alarm Timer Extended: 0 

11/17/18 

08:38:00 

cadp203 

3801 

UNIT UPDATED - Unit: 17-1280-0, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
3417, 4814 

11/17/18 

08:38:00 

cadp203 

3801 

UNIT UPDATED - Unit: 22-1380-0, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

08:38:00 

cadp203 

3801 

UNIT UPDATED - Unit: 16-1381-0, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
2511 

11/17/18 

09:03:17 

cadp152 

0 

EVENT REMARK - System Unit Alarm 

11/17/18 

09:03:17 

cadp152 

0 

UNIT UPDATED - Unit: 17-6039-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1389 

11/17/18 

10:07:39 

cadp203 

3801 

EVENT REMARK - Alarm Timer Extended: 0 

11/17/18 

10:07:39 

cadp203 

3801 

UNIT UPDATED - Unit: 17-6039-0, Status: CU, Location: 3220 LATR08E DR CHAR, Employees: 
1389 

11/17/18 

12:49:56 

$17-1280-0 

4814 

EVENT UPDATED - Total Assigned Units: 7, 

11/17/18 

12:49:56 

$17-1280-0 

4814 

DISPOSITION ASSIGNED - Ml 

11/17/18 

12:49:56 

$17-1280-0 

4814 

UNIT UPDATED - Unit: 17-1280-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
3417, 4814 

11/17/18 

12:58:17 

LEC- 

CADAVL93- 

01 

0 

EVENT REMARK - Status change via l/Tracker Auto Arrive/Enroute 

11/17/18 

12:58:17 

LEC- 

CADAVL93- 

01 

0 

UNIT UPDATED - Unit: 22-1380-0, Status: ER, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

12:58:42 

$06-1141-1 

1558 

EVENT UPDATED - Total Assigned Units: 6, 

11/17/18 

12:58:42 

$06-1141-1 

1558 

DISPOSITION ASSIGNED - ASSTUNIT 

11/17/18 

12:58:42 

$06-1141-1 

1558 

UNIT UPDATED - Unit: 06-1141-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1558 

11/17/18 

12:59:52 

$16-1313-1 

1485 

EVENT UPDATED - Total Assigned Units: 5, 

11/17/18 

12:59:52 

$16-1313-1 

1485 

DISPOSITION ASSIGNED - ASSTUNIT 

11/17/18 

12:59:52 

$16-1313-1 

1485 

UNIT UPDATED - Unit. 16-1313-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1485 

11/17/18 

13:00:46 

$16-1314-1 

1310 

DISPOSITION ASSIGNED - ASSTUNIT 

11/17/18 

13:00:46 

$16-1314-1 

1310 

UNIT UPDATED - Unit: 16-1314-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

11/17/18 

13:00:47 

$16-1314-1 

1310 

EVENT UPDATED - Total Assigned Units: 4, 

11/17/18 

13:08:17 

cadp206 

0 

EVENT REMARK - System Unit Alarm 

11/17/18 

13:08:17 

cadp109 

0 

UNIT UPDATED - Unit: 22-1380-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1744 
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11/17/18 

13:08:17 

cadp206 

0 

UNIT UPDATED - Unit: 22-1380-0, Status: ®, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

13:08:17 

cadp109 

4587 

EVENT REMARK - System Unit Alarm 

11/17/18 

13:24:17 

$17-6039-0 

1389 

EVENT UPDATED - Total Assigned Units: 3, 

11/17/18 

13:24:17 

$17-6039-0 

1389 

DISPOSITION ASSIGNED - ASSTUNIT 

11/17/18 

13:24:17 

$17-6039-0 

1389 

UNIT UPDATED - Unit: 17-6039-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1389 

11/17/18 

13:39:29 

$16-1310-1 

1444 

EVENT UPDATED - Total Assigned Units: 2, 

11/17/18 

13:39:29 

$16-1310-1 

1444 

DISPOSITION ASSIGNED - ASSTUNIT 

11/17/18 

13:39:29 

$16-1310-1 

1444 

UNIT UPDATED - Unit 16-1310-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1444 

11/17/18 

13:40:37 

cadp203 

3801 

EVENT REMARK - Alarm Timer Extended: 0 

11/17/18 

13:40:37 

cadp203 

3801 

UNIT UPDATED - Unit: 22-1380-0, Status: CU, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

13:44:41 

$22-1380-0 

1744 

EVENT UPDATED - Total Assigned Units: 1, 

i 

11/17/18 

13:44:41 

$22-1380-0 

1744 

DISPOSITION ASSIGNED - ASSTUNIT 

11/17/18 

13:44:41 

$22-1380-0 

1744 

UNIT UPDATED - Unit 22-1380-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1744 

11/17/18 

18:37:06 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 0, 

11/17/18 

18:37:06 

cadp203 

5032 

EVENT CLOSED - 

11/17/18 

18:37:06 

cadp203 

5032 

EVENT UPDATED - Closing Employee Id: 5032, Closing Terminal: cadp203, Closing Time: 
11/17/18 18:37:06, Is Open: False, 

11/17/18 

18:37:06 

cadp203 

5032 

EVENT REMARK - AUTOMATED Ml CLEAR BY DISPATCHER 

11/17/18 

18:37:06 

cadp203 

5032 

DISPOSITION ASSIGNED - Ml 

11/17/18 

18:37:06 

cadp203 

5032 

UNIT UPDATED - Unit: 16-1381-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
2511 
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